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particles of the earth's surface in addition to 
dissoh ie of It. so that the water will 
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What Is Hard Water? 
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The Bath 
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When soap is used with hard water in the 
bath, the sticky soap curds that are formed 
work into the pores of the skin, clog them up 
and prevent the free exit of body impurities 
that is essential to a smooth, clear, healthy 
skin. Not only does this affect the complexion 
and the general condition of the skin, but it 
must necessarily be detrimental to the health, 
for it is known that a man coated with varnish 
would live but a few days, and although hard 
water soap curds are far less effective than 
varnish, they nevertheless clog up the skin 
pores to no small extent. Furthermore, they 
are responsible for real bodily discomfort. 

Everyone is familiar with the fact that an 
object can be kept cool on a hot day by cover- 
ing it with a damp cloth, the evaporation 
having a cooling effect. That is the principle 
utilized for cooling drinking water in the 
army, and for the iceless ice-boxes that are 
so effective in summer, and it is also the prin- 
ciple provided by Nature to keep mankind 
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duced by zero water quickly softens 
the beard, and imparts a genuine comfort un- 
known to hard water users. 



/ he I aundry 



In the laundi • ater imparts a sn< 

t smelling cleanli- 

absolutely unknov. 

hard v. I absence of sticky soap 

to linens and produces 

a quality in v and dainty laces that 

1. Colored goods take on a 

hue, and delicate fabrics may be 

laundered without fear of harm. Textile 

mills and laui he country over have 

found solutely invaluable 

roducing the high- 
est quality of work and 
he same reasons, a 
Permutit System in the 
home adds unknown 
delights to the donning 
of fresh laundered lin- 
ens. In the washing 
process too, considera- 
ble quantities of soap 
are actually saved by 
the use of zero water, 
an economy that is 
duly appreciated. 
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action to Permutit owners. 
I reduction in repair and fuel bills also 
g of no small consequence. 



7 he Kitchen 






ii, pots and pans will be found 
to take- "ii a brighter lustre when zero water is 
hut it is in the cooking that its use be- 
of reall mportance. To cook 

food, heat must be applied exactly as is done 
in the heating system, and as in that case, 
scale is deposited by the lime and magnesia 
compounds, but it is deposited on the food that 

is being cooked. 
Vegetables, such 
as peas, beans, 
corn, beets, or 
things having a 
skin or fibre struc- 
ture are particu- 
larly susceptible 
to these hard wa- 
ter deposits, and 
are made harder 
or tougher to a 
marked degree. 
Leading canning 
factories and pre- 
servers of fruits 
and jams have in- 
stalled Permutit 
Softeners in their 
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>ur home. Write us at once, or ask your 
architect to get you all the details, for it can 
be installed with your original plumbing and 
will keep the heating system and all the piping 
throughout your house in good condition from 
the start. 



What Permutit Costs 

The size and cost of a Permutit System 
depends upon the amount of hardness in the 
water and the quantity of water used. The 
first factor can only be determined by a relia- 
ble laboratory analysis, and this the Permutit 
any will do free of charge. The second 
may be estimated from the number of people 
in your household, including servants, and 
average number of guests. If soft water is 
desired in the garage, stables or similar places, 
the quantity can be estimated from the general 
number of faucets to be supplied, and infor- 
mation concerning the uses to which it would 
be put. 



How to find the Cost 
for Your Home 

To obtain an estimate of the cost of a 
Permutit System in your home, fill out care- 
fully and accurately the post card enclosed in 
this booklet, and mail to the Permutit Com- 
pany, 440 Fourth Ave., New York City. If 
you live in a large city an analysis of the 
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